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SUPPLEMENTAL 
ISO VIEW 
(EYEBOLT PLATE REMOVED 
TO SHOW INTERIOR FEATURES) 
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A 
NOTES: 
1) MATERIAl: 
NIA 
2) FINISH: NONE 
3) TOLERANCES: PER DART OSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: NIA 
6) IDENTIFICATION: IDENTIFY WITH DART PIN D3912-o41 USING 
FINE POINT PERMANENT INK MARKER 
7) WEIGHT 
-041: 1.581bs 
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RECEIVER 
ASSY 


3 


03801-1 
WAS 
03810-1 
SPRING 
PLUNGER; 
04028-041 
RMV; 
MS21209-F615 
WAS MS21209-C610 
HELICAL; (1) WASHER 
JPH 
10.06.28 
NAS 1149C0663R 
ADDED; 80SS ADDED 
TO 03912-1. 


A 
NEW ISSUE 
JPH 
10.03.04 


REV. 
DESCRIPTION 
BY 
DATE 
~~~~._-===.c:-1d:. 
_~ i__ 
.~~~~~~~~~~~~~f 
CHECKED! 
J 
c..J 
DRAWING 
NO. 
REV. B 
~~tl1~:OL; 
RE~~";;~SS~"":;: 
-O-ATE--10 06 28- --_._-:--:-~,";~A~~~=~~~~~;~=-- 
.. 
! 
N01TQlll<UGalfOl\ANfPlAPO$£OI\coPiEtlOR~TmTOurr<m£RPVlSONwrTliOJ1' 


-no<PEIl/IlISSOItR(IO,Il)O.lrrA(ROSPAc;:ELTll 


A 


8 
5 
4 
3 
2 


o 


..- 2.23 ------.-.---1 
&, 
~1,20 
I~ 
o 


6 


c 


0,13X45" 
CHAM 


SECTION A-A 
66-3 


~ 
",,0719+0.010 
I 
'-0,000 
RO,13 
TYP 


!i 
DRILL & TAP 
f 
318-24 FOR 
I 
t. &, 
MS21209-F615 
I: 
HELICAL INSERT 
, 
I 


1,72 


0,13X45" 
CHAM 


I&, 


03912-1 
EYEBOLT 


RO,13 


RO,015 


I 
090 
l---- REF 


+---~- 


0,13-- 


Cl 
SYMM 


6 


c 


A 
NOTES, 
1} MATERIAL, 30313041316STAINLESS STEEL ROUND BAR, PER ASTM A276 OR ASTM A582 
f::" 
REF DART SPEC M303R OR M304R 
ilb. 
2} FINISH, NONE 
3} TOLERANCES: 
PER DART OSI 018 UNLESS OTHERWISE NOTED 
4} UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES, 0,005 TO 0,010 MAX 
6} IDENTIFICATION: ID AT ASSEMBLY 
7) WEIGHT: 0.45 Ibs 
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03912.5 
EYEBOLT 
PLATE 
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NOTES: 
1) MATERIAL -3: 303/304/316 STAINLESS STEEL BAR, PER ASTM A276 
REF DART SPEC M303B OR M304B 


-5: 303/304/316 STAINLESS STEEL SHEET ANNEALED 2B, 0.125 THK 
PER MIL-S-5059 OR AMS 5513/5524 OR ASTM A240 OR ASME 5A240 
REF DART SPEC M303S11GA OR M304S11GA 


2l FINISH: NONE 
3 TOLERANCES: PER DART OSI 018 UNLESS OTHERWISE NOTED 
4 UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: 
10 AT ASSEMBLY 
7) WEIGHT -3: 0.30 Ibs 
-5: 0.241bs 
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